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(: Avgust 6, -1994 

Dr. Richard Carchmaa / 

Philip Morris O.8.A. / 

P. 0, Box 26563 
Richmond, Virginia 26583 


Dear Richard: / 

Dr*. LeVoia and Layard intend to submit the attached 
paper to JAMA sometime this vaeks Dr. LeVois also plans to 
append it to his OSHA com ment s,.^ 7 


You will note that Philip Morris u.S.A. Is listed on 
page 2 of the attached draft ae having provided support for 
tha analysis described in the paper. That is, 1 hope, in 
accord with our discussion last week. 


Best wishes. 


Sincerely, 

- 

John P. Rupp 
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